KENTUCKY DIVISION OF STATE PARKS, FRANKFORT* KY, 


To reach Cumberland Falls by automobile 
from Corbin, Ky., it was necessary to span a 
deep ravine between connecting ridges. This 
concrete bridge replaced original pole struc¬ 
ture by Corbin Kiwanis Club. 
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Kiwanis Bridge , Cumberland Falls State Park , Kentucky 









